Handhabung 



Operating Instructions 



Denken Sie fmmer daian: Sis halren eiM Walfe und kern Spislwug in Itirfti ttMen 
Halten.Sie die Walfe imnier in .eine siclice Richtung! 

Sicherung 

Ihr Gewehr ist mil einer manuellen Schiebesicherung ausgeriistet. In der fiinteren Stel- 
lung (weiBe Marke sichtbar) ist as gesichert. Durch Verschieben in die vordere Position 
(rote Marke sichtbar) ist das Gewehr entsichert. 

Der Sicherungshebel soli exakt in der Position ..Sicher" oder ..Feuer" eingerastet sein, 
menials dazwischen. Lassen Sie Hire Walfe in gesichertem Zustand his unmittelbar 
vor dem SchuB. Beriihren Sie nicht den Ablug, wenn Sie die Sicherung betatigen oder 
wenn Sie noch nicht schieBen wallen. Vergewissern Sie sich dalJ bei der Betatigung 
der Sicherung der Lauf ihrer Waffe irnmer in eine sichere Richtung weist. 

faden unit SchieBen 

WARNUNG: Die eigentliche Walfe enthalt kein Blei; man kann jedoch daraus bleihalti- 
ge Munition Oder Munition, tile Bleikornponenten beinhaltet verschieBen, was im Staaf 
von Kalifornien als krebserregend gilt, zu Anomalien bei Gehurten und/oder Fortpflan- 
zungstoxizitat Irihren kann. Diejenigen, die mil der Waffe schieBen, sich neben einer 
Person aufhalten, die schieBl, Oder Waffen reinigen, werden hiermit vor den Gefahren 
gewarnt, die das Blei nnd Bleikomponenten beinhalten. Sie soilten gesundheitdche 
SchutzmaBnahmen ergreifen. Vermeiden Sie den Konlakt mil dem Blei bei der Hand- 
habung und waschen Sie sich die Hande nacb dem Kontakt Eine gute Lultventi lation 
ist bei SchieBen in geschlossenen Raumeu unbedingt notwendig, 
Vergewissern Sie sich, daB Sie sich an einem zum SchieBen zugelassenen, getahr- 
losen Ort befinden und daB Sie iiber die richtige Munition fur Ihr Gewehr verfiigen. 
Verwenden Sie Insche Munition ausschiieBlich in dem aut dem Lauf Ihres Gewehres 
angegebenen Kaliber. Beachten Sie unbedingt die umseitigen auBerstwichtigen 
Bedienungshinweise. Achlen Sie auBerdem unbedingt daraul, daB das Laulinnere Ihres 
Gewebres vflliig frei von Ftemdkorpern ist. 

Entblen Sie zunaebst das SchloB mit einem Tueh und das Lautinnere mit einem 
Seidenwerkpolster. das Sie an einem Putzstock befesligen. 

Wenn Sie das SchloB Ofinen - Kammergrilf nacb oben heban und ieichl bis zum Anscnlag 
nach hinien Ziehen - wild der Schlagtsotzsn gespannt und Sie kdnnen eine Patrone aui die 
Ladeluke legen. Beim Scblielien. wird die Patrone id das Lager eingeluhrl. Achlen Sie beim 
anschlieBenden Verriegeln des Schlosses daraul dalj Sie den Kammergritf bis zum 
Anscblag nach urUEirdtucken. Ihre Watte ist nun geladsn und schuBbereit. Der Signalstill 
(rol) ist sichtbar und stebi nach hinien aus der AbschluBkappe heraus (siehe Abb ). Jeizt 
muB hie Waffe unbedingt sofort rjesiclierl werden Schiebeu Sis den Sicherungshebel 
nach hinien (weilie Marks slchtbar/siehe Abb.) 

Nur wenn das Gewehr gefahrlos in eine Richtung weist, in der sich ohnehin Ihr Ziel 
belindet, belatigen Sie die Sicherung indent Sie den Sicherung-she.be! nach rarnc in 
die Position „Feuer" schieben (rater Punkt wird sichtbar). Achten Sie daraul, daB dabei 
hr Finger auBerhalb des Abzugsbiigels bleibt. Nehrnen sie nun das Gewehr in 
Anscblag und vergewissern Sie sich, dab sich zwischen Ihrem Gewehr und dem Ziel 
kein Hindernis befindel. Wenn Sie dann das Ziel genau im Visier haben, Ziehen Sie den 
Abzug. 

Nach der SchuBabgabe w;rd durch Olfnen und voiles Zuruckziehen des Schlosses die 

leere Palronenhulse nusrieworten 

EnEladen 

Mach dem SchieBen muR die Waffe aus Sicherheitsgrunden entladen werden. Offnen 
Sie die Kammer und uberzeugen Sie sich, daB das Patronenlager frei/leer ist. 
Zerlegen des Schlosses 

Beim Herausnebmen des Schlosses aus der Waffe muB der Scnlolihaltei gedriickt 
werden. Zum Entspannen den Kammerstengel im vorderen Drittel einspannen und im 
Uhrzeigersinn schwenken. Die Feststellschraube mit beigefugtem Schlilssel Ibsen und 
die AnschluBkappe abscbrauben. Die Scblagbolzenfcder mil der DruckhUlse abstreifen. 
Den Kammerstengel mit dem Schlagbolzen bis zum Anscblag nach hinten Ziehen und 
fiber die Spannrasle abziehen. Der Schlagbolzen lafit sich dann herausbeben. 
Das Ziisammensetzen folgl in umgekehrter Reihenfolge. 

Einseuen des Schlosses 

Nehrnen Sie das Schlob so in die Hand. daB der Kammergriff nach rechts stehl. Das 
SchloB wird durch Schwenken des Kammerstengels gegen den Uhrzeigersinn bis zum 
Anschlag gespannt. In dieser Stel lung la'Bt sich das SchloB in die Gewehrhulse ein- 
fuhren, 

Einsteilung des Matchabzuyes 

Das Abzugsgewicht kann durch Rechtsdrehung der Schraube a (s. Abb.) ertiriht und 
durch Llnksdrehung erleichtert werden. 

Ist bei der Uberwindung des Druckpunktes rain Nachziehen spiirbar, ist dieses durch 
Rechtsdrehen der Oruckpunktschraube b (s. Abb.) zu beseitigen. Lost sich der SchuB 
ohne spiirbaren DruckpunM, so mufi die Oruckpunktschraube nach links gedreht 
werden. 



Attention: feu have a gun and nut a toy in your bands. 

Always point the gun In a ssle direction 

Safety 

Your rifle is equipped with a manually operated safety lever. In the rear position (white 
mark visible), it is on safe. By pushing the safety lever into its forward position (red 
mark visible), the safety catch is released. 

Place the safely fully inlo "sate" or "fire" position - never in between. Always keep 
safety in full "safe" position until ready lo fire. Do not place linger on trigger when 
operating safety or whenever you are not ready to shoot. Place Ihe safety in the "safe" 
position whenever your rifle is loaded and not to be fired immediately. Be sure the 
muzzle is always pointed in a safe direction when operating safety. 

Loading aod shooting 

WARNING; The actual firearm does not contain any lead; however,il (foes fire 
ammunition containing lead or lead compounds known to the State of California to 
cause cancer, birth defects and/or reproductive toxicity. Those who discharge a 
firearm, stand near someone who discharges a firearm or cleans firearms are hereby 
warned Df the dangers presented by lead and lead compounds and should take 
protective health measures. Avoid exposure Eo lead while handling and wash your 
hands after conlact. Proper air ventilation is absolutely necessary when shooling 
indoors. 

Make sure you are in a safe place to shoot and that you have the correct ammunition 
for your rtlle. Use fresh ammunition only of the type that corresponds to the caliber 
marked on your rifle barrel. Make sure you have read and understood the important 
points on Ihe other page of this manual. 

Make sure the bore of the barrel of your rifle is free from all obstructions. 

First of all degrease the bolt with a cloth and run a dry patch through the bore of your 

rifle. 

Open the bolt and move it slowly lo the rear. The opening stroke cocks the firing pin. Now 
you can set die cartridge. A closing stroke ol the boll loads the cartridge inlo the chamber. 
Make sure when closing the boll, Ihe boll handle is lully pressed down until il comes to a 
stop The nlle is now loaded and ready lo tire. The signal pin [red) is visible and stands out 
of the boll shroud (see pic ). Now you immediately nave to push the safely lever back- 
wards (white mark visitjie/see pic). 

With the rilie slill pointed in a safe diteclion and towards your intended target, release 
Ihe safely by pressing the safety lever forwards to the "fire" position (red mark 
visible). Make sure your finger is still outside the trigger guard. Raise the rifle to your 
shoulder after checking to make sure that there is no obstruction between your rifle 
and the target. When you have Ihe target in alignment with the sights, pull the trigger. 
After Bring, the empty case is ejected by opening the bolt. A new cartridge can be 
loaded into the chamber. Your rifle is then ready to fire the next round. 
Unloading 

For safely reasons il is absolutely: necessary to unload the rifle after shooting. Open 
the bolt and check thai the chamber is empiy/unloaded. 



Disassembling the bolt 

When removing the boll, press the bolt stop. For uncocking, swing Ihe bolt handle 
clockwise. Loosen the securing screw by means of the wrench enclosed with fhe rifle 
and screw off the breech bolt shroud. St p off the firing pin spring with the firing 
sleeve. Pull back the bolt handle wilh the firing pin (o the stop and withdraw it over the 
cocking notch. Then the firing pin can be removed. 
To reassemble Ihe bolt, proceed in reserve order. 

Inserting the bolt 

Hold the bolt in your band so that the bolt handle is direcled lo the right. The bolt is 
cocked by swinging the bolt handle counter-clockwise to the stop In this position, the 
bolt can be inserted into Ihe receiver, 

Adjustment of the match trigger 

fly turning the screw a (see exploded view) to the right, the trigger weight can be 
increased and by turning the same screw to the left, it can be reduced. 
If you feel a certain creep, when reaching the letoff point, this has to be eliminated by 
turning the trigger pull screw b (see exploded view) lo the right. If the trigger can be 
released without feeling any trigger pressure, the trigger pull screw musl be turned to 
the left. 



Sicherung 

safety 

surete 



sicher 
safe 



Sichemngshebel 
safety lever 
levier de sureta 




Operating Instructions 



Attention: Ygj have a gun am:! not a toy in jour nands 

Always point the gun 11 S safe direction 

Safety 

Your rifle is equipped with a manually operated safety lever. In the rear position [white 
mark visible), it is on safe By pushing the safety lever into its forward position (red 
mark visible), the safety catch is released. 

Place the safety fully into "safe" or "fire" position - never in between. Always keep 
safety in full "safe" position until ready to fire. Do not place finger on trigger when 
operating safety or whenever you are not ready to shoot. Place the safety in the "safe" 
position whenever your rifie is loaded and not to be fired immediately. Be sure the. 
muzzle is always pointed in a safe direction when operating safety. 

Loading and shooting 

WARNING: The actual firearm does not contain any lead; however, il does fire 
ammunition containing lead or lead compounds known to the Slate of California to 
cause cancer, birth defects and/or reproductive toxicity. Those who discharge a 
firearm, stand rear someone who discharges a firearm or cleans firearms are hereby 
warned of the dangers presented by lead and lead compounds and should take 
protective health measures. Avoid exposure to lead while handling and wash your 
hands after contact. Proper air ventilation is absolutely necessary when shooting 
indoors. 

Make sure you are in a safe place to shoot and that you have the correct ammunition 
for your rifle. Use fresh ammunition only of the type that corresponds to the caliber 
marked on your rifle barrel. Make sure you have read and understood the important 
points on the other page of this manual. 

Make sore the bore of the barrel of your rifle is free from all obstructions 

First of all degrease the bolt with a cloth and run a dry patch through the bore of your 

rifle 

Open the bolt and move it slowly to the rear. The opening stroke cocks the firing pin. Now 
you can set the cartridge A closing stroke of the belt loads Ihe cartridge into the chamber. 
Make sure when closing the holt, the boll handle is fully pressed down until i! comes to a 
stop. The rille is now loaded and ready to fire The signal pin (red) is visible and stands out 
of Ihe boll shroud (see pic ). Nov: you immediately have to push the safety lever tiack- 
wards (white mark visible/see pic ). 

With the rifie still pointed in a safe direction and towards your intended target, release 
the safety by pressing the safely lever forwards to the "fire" position (red mark 
visible). Make sure your finger is still outside the trigger guard. Raise the rifle to your 
shouider after checking to make sure that there is no obstruction between your rifle 
and the target. When you have the target in alignment with the sights, poll the trigger. 
Alter firing, the empty case is ejected by opening the bolt. A new cartridge can be 
loaded into the chamber. Your ride is then ready to fire the next round. 
Unloading 

For safety reasons it is absolutely necessary to unload the rifle after shooting. Open 
Ihe bolt and check that the chamber is empty/unloaded. 



Disassembling the bolt 

When removing the bolt, press the bolt stop. For uncocking, swing ihe bolt handle 
clockwise. Loosen the securing screw by means of the wrench enclosed with the rifle 
and screw off the breech bolt shroud. Slip off the firing pin spring with the firing 
sleeve. Pull back the bolt handle with the firing pin to the stop and withdraw il over the 
cocking notch. Then the firing pin can be removed 
To reassemble the bolt, proceed in reserve order. 

Inserting the bolt 

Hold the boll in your hand so that the bolt handle is directed So the right. The bolt is 
cocked by swinging the bolt handle counter-clockwise to the stop. In this position, the 
bolt can be inserted into the receiver. 

Adjustment of the match trigger 

By turning the screw a (see exploded view) to the right, the trigger weigh! can be 
increased and by turning the same screw to the left, it can be reduced. 
If you feel a certain creep, when reaching the letoff point, this has to be eliminated by 
turning the trigger pull screw b (see exploded view) to the right. If the trigger can be 
released without feeling any trigger pressure, the trigger pull screw must be turned to 
the left. 



Abzug / Scblagbolzen gespann! 
trigger / firing pin cocked 
detente / percuieur arme 

Signalslift 
signal pin 
goupillede signal 




Abzug / Schlagbolzen enlspannl 

lugger/ firing pin uncocked 
detente / percuteur ne pas arme 



Abschlulikappe 
bolt shroud ■ 
coilfe de termeture 



Pf/ege 




ACHTUNG! Zur Verrneidung von Korrosion mufi die Laufbotirunp unmittetbar nach 
dem SchieBen iracfcen durchgewischt, griindlicri gereiniat und anschlieBend nut 
einem Waffenpllegemittel konserviert werden. 

Es iat unbedingt darauf zu achten, dafi weicfies Material (Or das Rehigungsgeial 
verwendet wind. 

Alle Stahlteile sind von Zeit zu Ze?t mit einem guten Wafienol einzufetten. darnit die 
brunierte QberfSache gut erhalten bleibl. Nach dern Schieften ist darauf zu achten, daB 
sich keine Palrone mefif im Lauf bef indet und die Waffe nur im entspan nlen Zustand 
verwahrl und transDortiertwiTd. 

WARNUNG: Im Staat KaSifornien ist bekannt, daB Blei oder Bieikomponenten krebs- 
erregend sind, Anornalien bei Geburten und/oder Fortpflanzu ngstoxtz i tat hervorrufen 
kdnnen. Die Personen, die Waffen reinigen, sollten SchutzmalJnahmen erpretferi, urn 
den direkten Kontakt oder die B&rGlirung mit solchten Chemikalien zu vermeiden. 

Die Sicherheitsvorschriften fiir den Umgang mit Waffen miissen unbedingt 
beschtet und eingehalten werden. 



Care 



Attention! To prevent corrosion, the bore should he wiped dry immediately after 
shooting, thoroughly cieaned and then be conserved hy means of some special gun 
lubrication. 

Make absolutely sure that only soft material, is used for trie cleaning equipment. From 
time to time, all steel parts shoutd he oiled with a good gun oil in order to maintain the 
blue finish surface. 

After shooting, make absolutely sure that there is not any cartridge in the barrel and 
that the weapon is stored and carried in uncocked condition only. 

WARNING; Lead or lead compounds are known to the State of California to cause 
cancer, birth defects and/or reproductive toxicity. Those who clean firearms should 
take protective measures to avoid contactor exposure to such chemicals. 

The safety rules tor handling weapons should be followed and observed 
srrictEy. 



Entretien 



Attention! Pour evitcr la corrosion, I'arme doit etre essuyee a sec immidiatement 
apres le tir, nettoyee et ensuite elle doit etre conserves a t'arcte d'une hoiie 
anticorrosive pour armes. 

II feut Miller a ce que des matieres molles sant utilises pour I'ustensile de nettoyage. 
Pour conserver la surface brenzerj, toutes IBS pieces d'acier doivent etre enduites d'une 
bonne h i:le speciale pour armes de temps en temps. 

Apres le tir, il faut absolumenl falre attention a ce qu'aucune cartouche ne se trouve 
plus dans le canon e) que I'arme le n'est gardes et transported qii'en etat desarme, 

les 



Komiunnel 
front sight — 
pied de guidon 



Htilse mit Verscfiluteylinder 
receiver with bolt 

uoTte dc culasse avec culasse mobile 



SchloBhalier 
boll slop 

arreloir de la culasse 




ATTENTIDH: L Hat de Califomie affirme que le ptomb peul causer un cancer ou 
d'autres maladies. Touts personne qui nettoie ijne arme a feu doit prendre toutes 
precautions pour eviter le contact direct avec ce produit cliimique. 
Les prescriptions de securite concernant le maniement des armes doiv 
etre observees et suivies strictement. 



Abzug 

Trigger 
Detente 



Die Hatshbtichse ist mil folgendem Abzug ausgestattet 

The small bore rifle is equipped with the following trigger: 

La carabine a petite calibre est equippee avec la detente suivante: 



sbaiy 
lugger 
rj«:enir 



PistoSengriff 
pistol grip 
poignee pislolel 



Schall 
'slock 
; esse 




wemraucn warren 



wemraucn nuns 



Wir gratulieren hnen zum Kaul dieser Ftepetierbuchse. 

WEIHRAUCH-Kleinkalibergewehre sind bestens bewahrt unci aufgrund ihrcr Prazision 
aulierst zuverlassig. In ihrer Konstruktion entsprechen sio den groBen Anforderungen 
die an modeme Match- und Jagdwatfen gestellt werden. 

Bevor Sie die Waffe in die Hand nehmen, machen Sie sich zuerst anhand 
dieser Bedienungsanleitung mil der Funktion und Hsndhabung vcrtraut. 
Lassen Sie sich von einem Fachmann Anleitunyen zur richtigen Redienuiiy 
und zum richtigen Untgang mit einer Wafle geben. 
WARMING! 

Wenn Sie eine Waffe in die Hand nehmen, vergewissern Sie sich immer selbst oh 
die Walie geladen oder ungeladen isl Olfnen Sie zuerst das Scfilnli und vergewissern 
Sie sich, dad sich keine Patrane mehr im Palronenlage: helindet und der Laul vollkommen 
-rei Yor' Padiktln ode' Vetschniut/jric? is; (sisna Haudhabungj Vertrauen Sie in dieser 
Beziehnny niemanden auller itirer eigenen Kontrulle. 

Der Umgang rmt Sportwallen erfordert immer groflte Sorgfalt und Gewissen- 

haftigkeit aller am SchieBen beteiligten Personen. 

Zielen Sie me aut Personen und geheri Sie audi sons! nie fahrlassig mil Sportwaffen 
urn, ganz gleich, ob sie geladen Oder - wis man glaubl - ungeladen sind. 
Gehen sie davcn ajs, dafiauch die sicherste Wafle durch unsachgemaBen Gebrauch 
iijr Sie und andere gefahrlich werden kann. Halter Sie die Waffe stets so, dafi Sie und 
Unbeteiligte nicht gelahrdet werden kbnnen, 

Benandeln Sie jede Waffe immer so gewissenhaft. als ware sie geladen, selbst 

nachdem Sie sie persbnlich uberprutt haben. 

Steilen Oder legen Sie nine getadene Waffe niemafs ab. 

Verwahren Sie SchuBwaffen und Munition getrennt voneinander, enter Versctilufi und 
auBerhalb der Bcichweite von Kindern 

Der Finger dart sich nie am Abzug behnden. aulier zur gewoliten Schuliabgabe. 
Verlassen Sie sich nie auf die Sicherung der Waffe. Eine Sicherung m nur ein mecha- 
nischesTeil end kein Ersatz f Li r mangeinde Sorgfalt und Gewissenhaftigkeit. 
Oberzeugen Sie sich, daG die Waffe ungeladen isl bevor Sie sie reinigen 
Enlladen Sie immer die Waffe, bevor Sie srch in ein Haus, Auto, Fahrzeug, Boot, Zelt 
Oder irgendein Gebaude begeben. 

liberpiUfen Sie Ihr Ziel und den Hintergmnd. Fragen Sie sich, was ihi GeschoB treffen 
kdnnte, wenn Sie Ihr Ziel vertehlen. 

Nehmen Sie weder Alkohol noch Dropen vot und wahrend Ihrer SchieBaktivitaten zu sich. 
Ziehen Sie die Waffe niemals mil dec Lautmiindiitig aul Sie gerichlet auf sich zu. 
Steigen Sie nie mit einer geladenen Waffe uber einen Zaun Oder Graben Oder auf 
einen Baurn Oder Hucfisitz. 

Beim Laden und Entladen mufi die Waffe mil der Laufmundung immer in eine sicbere 
Richtung gehalten werden, 

Niemals die Waffe in gespanntem Zustand ahleyen 

SchieBen Sie nie aul harte Bodenoberllachen oder Wasser ... Das GeschoB konnte 
abprallen. 

Legen Sie Irire Hand nie irber die Laufmundung. 

Lassen Sie die Waffe nie an einem Platz zuriick. wn sie fallen und em SchuB losgehen 
kbnnte. 

Verwenden Sie beim SchieBen einen Gehbrschutz sowie eine Sicberheils-SchieBbrille, 

Uberprufen Sie die Munition auf dasrichtige zu Ihrer Walfe passende Kaliber. 

Viele MurirLionsbezeicir nungen klingen almlich. Vergewissern Sie sich, daB Sie keine 

falsche Munition in Ihrer Waffe verwenden. 

Wir emplehlen Ihnen keine alte Oder wiedergeladene Munition zu vefwewlf 

Zuschauer sollten sich wahrend des Ladens, Enlladens und Schiefiens immer minoe- 

stsns 3 m bibter dem Schutzen beflnden. 

Laden Sie die Waffe nur. wenn Sie aul dem SchieBstand bereit zum SchieBen sind: 
entladen Sie sie, wenn Sie den SchieBstand verlassen. 

Transpcrtieren Sie eine Waffe nie in Ihrer Tasche, Handtasctte oder htinter den G lintel 
geklemmt Verwenden Sie immer ein Fulteral Oder Kolfer Oder ein passendes Holsler 
mit Sicherheitsbugel. 

Versechen Sie nie. den Abzug zu verstellen. Durcli Veranderungeri des Abzugsvor- 
weges wird die Einrasltiefe der Rasten verandert. Dies konnte gefahrlich werden. 
Bei der Handhabung, beim Zerlegen und beim Zusammenbau der Waffe darf keine 
Gewall augewendet werden. 

Achteu Sie immer darauf, dafi sich die Walfe in emwandfreiem Zustand befindet. 
Bei Einwirkungen won auBen, z B. Knrrosicn, Herunterfallen usw, muB die Waffe von 
emem Fachmann liberpruft werden 

Jnsachgemafie Handhabiing und mangelnde Pflege kbnnen die Sicherheil und die 
Funktion der Walfe beeintrachtigen Achteu Sie irnmer daraul, daB auch das Lauf- 
nnere gereinigt und nicht verstopft ist, wie z. B durch Munitionsriickstande. Verande- 
rungen an den Walfen durfen nur von autorisierten Fachleuten vorgenommen werden. 
DnsachgemaBe Eingriffe, Beschadigungen oder Veranderungen durch Dritte lassen 
jBden Gewahrleisiungsansprucb verfallen, 

Bitte beachten Sie, daB auch die sicherste Waffe durcli unsachgema'Ben Umgang fur 
Sie und andere gelahrlich werden kann. 

SchieBen mil ungeladener Walfe ist zu vermeiden, urn Abnutzung oder Bruch von 
Teilen zu verbiiten. 

Fur Schaden, die durch falschen Gebrauch entstehen, kann der Hersteller nicht haflbar 
gernacht werdeb. 

WARHUNG: u iu eigentiictie Waffe enbialt kein Blei; man kann jedoch deratis bleihaltige 
Munition Oder Munition, die Bleikomponenten beinhaltet verschieBen. was im Staal 
von Kalifomien als krebserregend gilt, zu Anoimalien bei Geburten und/oder Fbrtpflan- 
zungsloxizitat fiihren kann. Dieienigen, die mit der Waffe sctueflen, sich neben einer 
Person auffialten, die scbieBI oder Waffen reinigen, werden hiermH vor den Gefahren 
gemarnt, die das Blei und Bleikomponenten beinlialten. Sie sollten gesundheiBiche 
SchulzmaBnahmen ergreifen. Vermeiden Sie den Kontakt mit dem Blei bei der Hand- 
habung und wasehen Sie sicli die Hande naeh dem Konlakt. Eine gute Luftventilation 
st beim SchieBen in geschlossenen Raumen unbcdingt notwendig 
Suryen Sie dafiir. daQ diese Bedienung&anleitung unbedingl immer beim 
Gewehr ist, insbesnndere wenn es verkautt. verliehen rider sanstwle 
Dritten iiberlassen wird. 

Falls Sie noch irgendwelr-he Fragen zur Waffe und Hirer Handhabuiig haben, setzcn 
Sio sich mil uns in Verbindung. Wir erteilen gerne weiiere Auskiinfte 



We congratulate you on your new repeater. 

WEIHRADCH small bore rifles have proved best and, thanks to their precision, they are 
highly reliable. In their design, they come up to the high standards expected from 
modern match and hunting Titles. 

Before handling any weapnn, first thoroughly familiarize yourself with its 
functions and handling procedure by carefully reading the instruction 
manual. Get also instructions from a competent firearms instructor before 
using any gun. 
WARNING! 

Every time you handle a gun you should check it lor ammunilioii Never take 
somebody's word that Ibe gun is unloaded. Always check for yourself! Point the 
muzzle in a sale direction open Ihe boll and inspect the chamber to be sure it is empty 
and the barrel is free ol any obstruction (see Operating Instructions). 
Special care is devoted to the use of guns for all people taking part in shooting events. 

Treat every gun as il it were loaded, even after you have personally checked il , , all 
the time. 

Newer aim al people and do not handle this gun carelessly, regardless of whether il is 
loaded, or, as you may THINK, unloaded. 

Never lorget that even (he safest weapon can be dangerous lor you and for other 
persons if not handled correctly. 

Never rely on a gun's "safety" to protect you from unsafe gun handling. A safety is 

only a mechanical device, not a subslitute for common sense. 

Be certain the gun is unloaded belore cleaning, 

Always empty guns before entering a house, car, truck, boat. RV, camp or any 

building. 

Do not leave your gun loaded. 

Never pull a gun towards you by the muzzle. Don't climb a tree or cross a lence or 
ditch with a loaded gun. 

Load and unload with ihe muzzle pointed in a safe direction. 

Always store guns and ammunition In separate Socked cabinets and beyond the reach 

of children. 

Never leave your gun unattended. 

When receiving a gun always open the action and check lhat it's unloaded. 
Never put your hand over Hie muzzle of a gun. 

Keep your linger "off" the trigger until you are actually aiming at the target ready to 
shoot. 

Be sure ol your target and backstop belore you shoot. Ask yourself what your bullet 
will hit if it misses the target. Never shoot at hard Hat surfaces or water , . , bullets will 
ricochet. 

Never put aside the gun with cocked action. 

Guns and alcohol or drugs don't mix. Don't take them before or during shooting 
activities. 

Never use force when using, stripping or assembling the weapon. 
Always use ear protectors and shooting glasses. 

Have your gun always insaecled by a gualitied gunsmith if it has suffered from 
corrosion, dropping or other external damage 

Incorrect handling and lack ol maintenance will impair Ihe function and safety of the 

weapon. Inspect the barrel tor an obstruction. It must be always cleaned. 

Warranty Claims: the manufacturers ol weapons are dispensed from liability for all 

claims resulting Irom unauthorized tampering with any mechanism, damage caused 

by using force, or modifications made by third parties All work on weapons must be 

dbne by authorized gunsmiths only. 

Never put aside the gun leaded. 

Avoid dry firing in order to prevent wear or breaking ol parts. 

Attention: Even the best and safest gun can be dangerous for you and others il it is 

used Ihe wrong way. 

Never leave a gun where it could fall and lire- 
Check ammo to be sure it is right size and caliber. 

Old or reloaded ammo ma/ de dangerous. We recommend against using il 

Spectators should he al least to fee! behind and away from the shooter while loading, 
firing and unloading. 

Load the gun only when on the range preparing 10 fire, and unload it before leaving 
the range. 

Never carry any handgun in your pocket, purse or lucked in a belt or waistband Use 
a pistol case or a proper holster with safety flap or strap. 
Don't try to change your gun's trigger pull, because alterations ol trigger pull usually 
affect sear engagement and may cause accidental liring. 

Many ammunition identifications sound similar. Make sure you do not use wrong size 
ammo in your gun, 

We do not warrant for injury caused by abuse. 

WARNING: The actual gun/firearm does not contain any lead; however, it does fire 
ammunition containing lead or lead combounds known to the State of California to 
cause cancer, birth defects and/or reproductive toxicity. Those who discharge a 
gun/firearm, stand near someone who discharges a gun/firearm or cleans guns/fire- 
arms are hereby warned of the dangers presented by lead and lead compounds and 
should take protective health measures. Avoid exposure to lead while handling and 
wash your hands after contact Proper air ventilation is absolutely necessary when 
shooting indoors. 

Make sure that this instruction manuel is kept with the rifle. It should 
accompany the rifle if it was ever sold, loaned or otherwise given away to 
any other person. 

If you have any questions referring to this gun and to gun handling, please contact us. 
We shall be glad to give you lurther advice. 



Armes weihrauch 



Nous volis telicitons de I'achat de-votre fusil a repetition. 
Grace a leur precision el a leur sofidite, les carabines de petit calibre WEIHRAUCH 
sont des armes eprouvees. Dans leur construction, dies respondent aux exigences 
posees aux amies de concerns modemes et de chasse, 

Veuillez if'aboril vous familiariser avec la function et le maniement de 
I'arme conformemenl au manuel destruction. SVP contactez votre 
armurier pour des renseignements delailles avant I'utilisation de I'arme. 
ATTENTION! 

Si vous prenez une atme dans vos mains, verifiez toujours si la chambre est vide et 
decharuee N'avez pas confiance a la declaration d une autre personne. - 
Seulement sur voire inspection. Pcintez la carabine vers le sol, ouvrez la cubs.se, 
et inspectez la chambre, e! Ic canon pour vous assurer qu'ils sont virtes (voir Maniement). 

.'usage d'armes de sport exige toujours la plus grande attention et les 
scrupules les plus minutieun de la part de loules les personnes participant au lir. 
Manipulez une arme toujours comme si die itait chargee. meme si vous vous 6tes 
assure du contraire. 

Conservez les armes et les munitions sous cle. dans des endroits separes. au-dehors 
de la portee fj' entants 

N'abandotinez jamais voire arme sans surveillance. 

Ne viscz jamais des personnes et ne manie? jamais I'arme avec negligence, peu 
importe qu'eile soit chargee cu - comme on pourrait le croire - nor chargee. 
Veuillez prendre en consideration que meme I'arme la pins sure peut, suite a un 
maniement non idoine, devenir datigereuse et pour vous-meme et pour d'autres 
personnes, 

Veuillez toujours observer: Ne posez jamais le doigt sur la detente, sauf pour le tir 
voulu. 

N'usez jamais de force lorsdu maniemenl, du demontage et du montage. 

Ne cornptez jamais sur la surete d une arme. La surete n'est qu'une piece mechanique, 

pas une compensation poui un manque d'attention 

Avant le nettoyage. il far.it decharger I'arme. 

II faut toujours decharger I'arme avant d'entrer dans un batiment et avant de monter 
dans une voiture, un bateau etc. 

Avant de titer, il faul contrSler la cible ct les environs que vo us pourriez 
eventuellement toucher. 

Ne consommez jamais ni alcool ni drogues avant et pendant le lir. 
Ne tournez jamais la boucfte de I'arme vers vous-mSme. 

II ne faut egalement pas traverser une cloture ou un losse au monter sur uti arbre avec 
I'arme chargee. 

Chargez et dechargez I'arme toujours avec le canon tourne dans une tlitection sure. 
Ne jamais deposer I'arme avec le systems arme. 

Ne tirez jamais sur une surface dure ou dans j'eau ... les cartoucltes pourraienl 
ricoclier. 



Ne mettez jamais la main sur la bouche du canon. 

II ne faut jamais laisser une arme sans surveillance. Elle pourrait tomber et se 

decharger. 

Utilisez toujours un casque anti-bruit et des lunettes de tir 
II faut conlrbler !es cartouches poui le calibre juste. 

Des cartouches vieilles ou rechsrgees peuverii etre dangereuses. Nous ne recommenrjons 
pas usage. 

Attention' Beaucoup de marques de munition se ressemblent. II faut seulement 
utiliser la munition juste dans I'arme! 

Chargez votre arme uniquement sur la place de tir et dechargez-la avant de quitter la 
place de tir La distance minimum entre tireur el spectateur doit Etre en minimum Irois 
metres. 

Ne portez jamais une arme dans la peche, la serviette, la ceinture etc. II faut toujours 

avoir un etui assort avec une letmeture. 

Ne manipulez jamais le mecanisme de la detente. 

Veuillez prendre en consideration que I'arme doit etre verified par un specialists en cas 
d'influences exterieures, comme par exemple en cas de corrosion ou si I'arme est 
tomtjee etc. 

Un maniement incorrect et un entretien mcompiel peuvent porter atteinte a la tonction 
et la surete de I'arme. Assurez-vous que le canon est vide et net, et n'est pas obsirue. 
En cas de manipulations non idonies du mecanisme, de dommages ou de 
modifications par des tiers, le fabricant est dispense de loute reclamation de garanlte. 
Seels des specialistes autorises peuvent efiectuer des modifications de I'arme. 
Ne jamais deposer i'arme armee. 

Eviter de tirer a vide pour preserver des parts d'usure ou de rupture. 
Attention: Meme une arme a toute eproeve pent devemr dangereuse pour vous et 
pour d'autres si vous I'abusez. Portez I'arme toujours avec prudence. 
Aucune garantie en cas d'abus. 

Attention: L'arme elle-meme ne contient pas tie plomb. Mais on peu! utiliser dans 
I'arme des munitions en plomb ou des munitons qui contiennent des particules de 
plomb. Aux Etats-Unis, I'Etat de Californie affirme que cela peut causer tin cancer, ou 
des anomalies chez les futurs nouveaux-nes, ou de la toxicite reproductive. Nous 
prevenons alors tous les gens qui tirerit avec une arme ainsi que tous ceux qui se 
trouvent a cote d'un tireur ou pres d'une personne qui nettoie une arme. II taut prend- 
re toutes les precautions necessaires pour proteger sa sante contie le iilomb. Evilez le 
contact direct avec le plomb en vous servant de I'arme et lavez-vous les mams apres 
usage Pendant le tir a l interieur. une bonne aeration est indispensable. 
Veuillez toujour?, a ce que ce manuel destruction soit joint a I'arme. en 
particulier si celle-ci est vendue, pretee ou cedee d une maniere 
quelcenque a des tiers. 

Si vouz avez des questions relatives a I'arme ou a son maniemenl, veuillez nous 
contaeter. 



Garantie 
Guarantee 
Bulletin 



Furjede WEIHHAUCH-Waffe ijeben wir die branchenubiiche Garantie bis 

zu einem Jahr. 

Ausgereifte Konstruktionen, Lehrenhaltigkeit und hestgeeignetes Material 
burgen fur lange Lebensdauer und zuverfa'ssige Funktion. 

Schaden, die dtjrch unsachgemafie Bebandlung oder normaie Abnuteung entstehen, 
aucb Feder- und Dichtuntjsschaden, sEnrJ verstandlicherweise ausgenummen, 



Every WE1HRAUCH Arm is guaranteed on the usual conditions up to one year. 

Sophisticated designs, accuracy to gauge ami the most suitable material ensure lung 
life and reliable function. 

Damage due to Improper handling or normal wear and tear, including damage to 
springs and seals are of course excluded. 



Nous offroms pour chacune de nos armes WEIHHAUCH la garantie habituelle d'un an. 

line excellente construction de I'arme sur des pmtcipes qui ont fait leurs preuves, 
et une parfaite qualite du materiel, sont garants d'un bon fonctionnement et de 

longevite. 

Toutes deteriorations provenant d'un mauvais maniemesit ou d'une usure normaie, 
y compris ceiles des Joints ou ressorts, sont exclues. 



WEI HR AUCH 

Sportwaffenfabrik 
97634 Mellrichstadt, Postfach 20 
Germany 
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